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Message: 



RFO 


ii RFO 

From AFL Date Tuesday, June 6,2017 9:02 AM 

To Kraft, Emily 

Cc 

Journal Emily.Kraft@oa.mo.gov 

Recipients 

% 324044971.PDF (354 Kb html) 


Fli Emily, 

Attached is an RFO for your review. 

Thank you, 

Carrie 


Sent from myMail for iOS 


.Forwarded message. 

From: Nextiva vFax 
To: 

Date: Monday, June 5, 2017, 11:21 AM -0500 

Subject: Fax Received: 4173364433 | 6/5/2017 9:20:16 AM PDT 


Delivery Information: 


Message #: 

Local Number: 
Remote CSID: 
Remote CID: 
Total Pages: 


324044971 

8558565240 

4173364433 

4173364433 

4 


Receive Time: 6/5/2017 9:20:16 AM PDT 
Transmit Time: 3 min 15.000 sec 


Click here to view this message online 

Delivered by Nextiva vFax... "l/l//7en Every Fax is Mission Criticai" 
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